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Keep Hospital Walls Sparkling. Clean with — 








t 
It’s IDEAL FOR ALL 
WASHABLE SURFACES 
- bs eee Can be used with excellent result: 
IT’S A PURE WHITE PAST KE on all washable walls and surfaces. 
That will quickly prove its worth in er i eee PERE? 
added efficiency. IT’S EASY TO USE 
x tr \ ah Merely dampen a sponge or cloth— 
IT’S A PAIN r SAV ER rub on surface—rinse lightly. 
Try this Wall Wash before painting 
—it will save the surface. 
i 25 Lb. Pails 20e¢ per lb. 50 Lb. Pails 17e per Ib. 
{ 100 Lb. Kegs 15e per Ib. 300 Lb. Drums 12e per Ib. 
f 500 Lb. Drums 10e per lb. 


G. H. WOOD & COMPANY 


LIMITED 


Main Offices, Laboratories and Factories: TORONTO and MONTREAL 
Branch Offices—OTTAWA, HAMILTON, QUEBEC CITY, HALIFAX, EDMONTON and SAINT JOHN, N.B. 
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Registered nurses are invited 
to write for a sample of 
Marmite, together with full 
evidence of its usefulness. 


for Nursing Mothers 


Apart from its tempting flavour, which encourages 
the appetite, Marmite has definitely beneficial 
effects on the system. It is extremely rich in the 
Vitamin B complex. It promotes digestion and 
also assists lactation. Marmite is delicious as a 
hot drink or in soups, sauces, meat and fish dishes, 
and in sandwiches. 


Special quotations for supplies in bulk to hospitals 
and institutions, or for sale in 2, 4, 8 and 16 oz. 
jars, and in 7 Ib. tins. 


For sample and literature write 


MacLaren-Wright, Limited 


69 Front St. East - Toronto 
Canadian Distributors for 
THE MARMITE FOOD EXTRACT CO. LIMITED 
Walsingham House, Seething Lane, London E.C. 3 














Combination Cabinet No. 3194. 
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THE METAL CRAFT Co., LIMITED 


“Manufacturers of Metal Hospital Equipment” 


GRIMSBY 


- - - ONTARIO 
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The Model “D” Mobile 


X-Ray Unit. 


@ Every hospital, regardless of size, will find this 
General Electric Model “D” diagnostic x-ray unit 
answering ideally its needs for both routine and 
emergency radiographic service in private rooms 
and in wards, to supplement the services of the 
regular x-ray laboratory. 

Here is a self-contained, compact x-ray plant that 
can be quickly moved to any part of the building, 
ready for immediate service by simply plugging into 
the nearest electric service outlet. There is no com- 
promise in the quality of radiographs obtained with 
it, for it has ample power, combined with unusually 
high operating efficiency, to provide a practical diag- 
nostic range. For example, radiographs of the average 
size pelvis in 1 second at 30-inch distance, with 
Potter-Bucky diaphragm; of other parts of the body 
with exposures as short as )-second. 

Because the entire high voltage system, including 
the x-ray tube itself, is completely immersed in oil, 
there is absolutely no danger of electric shock to 
Operator or patient, consequently no restrictions while 
positioning the tube for the best diagnostic view. 
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~ SMALL BUT POWERFUL 


—this mobile bedside x-ray unit 


is ideal for hospital service 










Model “DRF,” in which the 
“D” Unit is incorporated in a 
combination radiographic- 
fluoroscopic table. 


The Mobile ‘“‘D” in the = ne | 
Fracture Ward. 


Some small institutions find the “D” Unit’s range 
adequate for all their diagnostic work, and use it in 
combination with the radiographic-fluoroscopic table 
shown in the illustration. Other combinations are 
also available to suit special needs. 
Send coupon below for complete de- 
scription and suggested combinations 


to meet individual requirements. 
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GENERAL @ ELECTRIC 
X-RAY CORPORATION 


2012 JACKSON BLVD. CHICAGO, ILLINOIS 


Distributors: VictoR X-Ray CORPORATION OF CANADA, LtD., Montreal, Toronto, Winnipeg, Vancouver 
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We announce — 


A resumption of Canadian representation for the 


KELLEY-KOETT CoO., INC. 


Manufacturers of fine X-Ray Equipment under the ‘‘Keleket”’ 
Trade Mark since 1900. 


The joint equipment and service facilities of ““Keleket’” and ‘“Bexco”’ 
provide a maximum of convenience and economy, and enable us to 
offer a comprehensive range of modern equipment from the smallest 
practical portable X-Ray unit up to massive super voltage plants oper- 
ating at 1,000,000 volts. 


Our new premises are replete with every modern convenience and facil- 
ity for maintenance and the production of special equipment. Your 
inspection is cordially invited. 


BURKE ELECTRIC &@ X-RAY CO., LIMITED 


61-63 YORKVILLE AVE., TORONTO 5 
Cable: Bexco ’Phone KIngsdale 5138—5139 
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The Responsibility of Leadership 


@ A new record of sales in 1935 is naturally a source of pride to the world’s 
largest makers of sterile surgical sutures. This record is gratifying, not in itself 
alone, but as a reward for twenty-seven years of conscientious service. 


@ Year in, year out, it is the progressive program of Davis & Geck to raise 
suture standards . . . without counting research costs or time required for 
exhaustive clinical trial. Collaborating with a consulting staff of surgeons, 
chemists and bacteriologists of national standing, we have introduced new 
materials, developed important improvements, added much to the knowl- 
edge of suture behavior. 


@ We make no extravagant claims. We launch no untested novelties. Experi- 
mentation is at our expense, not at the expense of the profession. No temp- 
tation could swerve us from this strict policy. Hence “D&G” on any suture 
is the recognized proof-mark meaning dependable. 


@ Leadership imposes an inspiring responsibility . . . not only to satisfy the 
surgical demands of today, but to push forward to meet the advancing needs 
of tomorrow. This responsibility we gratefully accept for 1936 and the years 
to come. 
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DAVIS & GECK, INC., BROOKLYN, NEW YORK 
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A view of the kitchens in Toronto’s newest Hospital. Note 
the large Hobart mixer conveniently located for active 
service. 


Women's College Hospital 
Is Hobart Equipped 


In common with hospitals from coast-to-coast, 
the new Women’s College Hospital turned to 
Hobart for equipment to handle their mixing, 
slicing and grinding problems. 


The wide range of the Hobart line, which includes 
MIXING MACHINES, DISHWASHERS, 
POTATO PEELERS, MEAT and BREAD 
SLICERS, FOOD CUTTERS, etc., has made it 
possible for us to serve most Canadian hospitals. 


Users include: 


Vancouver General - - - - - BC. 
St. Joseph’s, Edmonton - - - - Alta. 
Prince Albert San. - - - - - Sask. 
Winnipeg Municipal - - - - - Man. 
Ottawa Civic - - - - - - - Ont. 
Montreal General - - - - - - Que. 
Saint John General - - - - - NB. 
Victoria General, Halifax - - - - NS. 


Charlottetown General - - - P.ELI. 


Let us assist you when considering additions or 
replacements in your kitchen. 


THE HOBART MANUFACTURING 
COMPANY, LIMITED 


Montreal Office: 
27 Notre Dame St. E. 


Ryan Bros. Limited, 
Winnipeg - Vancouver 





You can 
Use and Recommend 


them with 
Confidence} 





Carbohydrates in their most easily digested 
form—“Crown Brand” and ‘Lily White” 
Corn Syrups used in conjunction with cow’s 
milk provide the most efficient and economical 
bottle feed for infants. Their low cost with 
equal quality in comparison with the more 
expensive prepared carbohydrates make them 
by far the most economical infant food you 
can use or recommend. 


Many leading physicians have for years spe- 
cified these two famous brands with confi- 
dence and knowledge of the hygienic condi- 
tions under which they are manufactured. 


EDWARDSBURG 


CROWN BRAND 
and LILY WHITE 
CORN SYRUPS 


Manufactured by 


The CANADA STARCH CO., Limited, 
Montreal, Que. 


FOR THE MEDICAL PROFESSION ONLY 


A convenient pocket calculator, with varied 
infant feeding formulae employing these two 
famous corn syrups and a scientific treatise 
in book form for infant feeding, also pre- 
scription pads, are available on request. 


Kindly clip the coupon below and this useful 
material will be mailed to you immediately. 


The CANADA STARCH CO., Limited, Montreal 
Please send me:—Feeding Calculator ............ 


Corn Syrups for 


Name .... BOOK Infant Feeding. 





WNGAROSS  occteciesceaionensin Prescription Pads .................. 
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Economical 
are Reject Free 





BARD-PARKER 
Rib-Back Blades 


are inspected individually to insure superior cutting uniformity 





...an economy to the surgeon. 





Each blade is subjected to rigid inspection after every step of 
production. Blades failing to meet our high standards are rejected 
immediately. They do not reach the operating room to be rejected 


by the surgeon. This is an economical feature of importance. 


Blade economy cannot be computed on quantity purchase price 
alone. The satisfactory utilization of each and every blade pur- 


chased must be considered in the final analysis. 


Ask Your Dealer 
BARD-PARKER COMPANY, INC. 


DANBURY o CONNECTICUT 
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Another Modern Hospital Selects 


“ARROW” 


Beds, Springs and Mattresses 


©) 
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TIilustration shows a ward in the new F 
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Women's College Hospital, Toronto 


Furnished with Arrow No. 3015 Hospital Bed, mechanical, gatch spring 
and spring filled mattress. Arrow No. 3021 Bed, similarly equipped, 4 
was chosen for Private Rooms. Additional proof that Arrow Hospital 
Equipment is superior. 4 


ARROW BEDDING LIMITED 


—for Beauty of Design . . . Dependability of 
Service .. . Economical Maintenance. 


89-103 NIAGARA STREET - TORONTO 
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Women’s College Hospital, Toronto 


This handsome, well equipped building, the result of years of effort, 
was thrown open for public inspection on January 22nd. 




















10 THE CANADIAN 


HOSPITAL February, 1936 


Women’s College Hospital Completes 
Fine New Building 





N the years immediately following the conclusion of 
the war the Board of Governors of the Women’s 
College Hospital found that their buildings on Rush- 
holme Road were crowded to capacity with a large and 
continuous waiting list for patients, whom it was often 
impossible to accommodate. It was, therefore, decided 
that additional accommodation was imperative, that the 
property and buildings did not permit of expansion and 
that the hospital would be in a position to give greater 
service to the women of the city, particularly for out- 
patients, by a more central location. 

After considerable study of properties, a selection was 
made in the year 1926 on the corner of Grosvenor Street 
and Surrey Place. 

A preliminary design was prepared for the proposed 
building and a campaign for funds was inaugurated. The 
latter, while being quite successful, did not provide suffi- 
cient funds to achieve the desired type of building. Fur- 
thermore, it was necessary to acquire the adjacent proper- 
ties so that a comprehensive development for the hospital 
could be made to include future additions as well as 
present requirements, with the result that a block of land 
south of the original property was purchased in 1928 and 
another in 1931. This provided a piece of property 150 
ft. x 276 ft., bounded by Grenville Street on the south, 
Grosvenor Street on the north, Surrey Place on the West, 
and a wide lane on the east. 

New plans were prepared contemplating the erection 
of a ten storey building on the centre of the property, 
leaving space to the north and south for future extension. 
The first unit to accommodate about 140 beds with a pos- 
sible bed capacity of 350 in the future, together with all 
essential services, a large out-patients’ department and 
nurses’ residence. The site is an admirable one for a city 
hospital, being in the heart of the city the institution will 
be able to serve women living in all parts of the city who 
desire the ministration of women doctors, since the loca- 
tion is close to several main car lines, yet is not located 
directly on the streets with car lines, thus reducing dis- 
turbance to patients from street noises to a minimum. A 
further important point is the proximity to the University 
of Toronto and the many research departments connected 
therewith. 

The height of the building was determined by the neces- 
sity for segregation of the various departments and ser- 
vices, but had the further advantage of providing ample 
sun, air and outlook for the patients since all surround- 
ing buildings were low and the first patients’ floor would 
be the third. 

The actual work of construction was delayed by the 
necessity of further funds and the arrival of the period of 
financial depression. However, in 1933 the Governments 
of the Dominion and Province decided to pay the wages 
of men employed directly on new construction, and with 
this support assured arrangements were speedily com- 
pleted for the commencement of actual construction work 


By HAROLD J. SMITH, Supervising Architect 





and the achievement of the dream for the development 
of the woman doctor of medicine and surgery to serve 
her lay sister requiring such services was rapidly nearing 
accomplishment. 

The exterior of the new building shows a_ pleasing 
composition with the vertical lines emphasized to ac- 
centuate the height, the whole surmounted with two pent 
houses treated as a definite part of the exterior design. 
The pent houses contain the elevator machinery and ven- 
tilation fans and motors. 

The building is faced with a_ buff 
trimmed with Indiana limestone and 
string courses and panels of brick and stone. 

At the north of the main block is a four storey 
which is the first part of the general service wing. 


brick and 
ornamental 


grey 
has 


wing 


The exterior of the building indicates the three main 
divisions of the interior plan. The first two floors are 
emphasized on the exterior by a broad stone base at 
grade with a moulded stone string course at the third 
level. The first and second floors, between these two 
courses, contain general administration offices and_ the 
out-patients’ departments, ete. 

From the third to eighth floors inclusive the exterior 
is of a simple vertical treatment and contains on the in- 
terior the general patient accommodation. At the ninth 
floor level is a broad ornamental string course, and above 
this on the two top floors are located the surgical and 
obstetrical operating departments and the general labora- 
tories. 

At the north of the main block and west of the ser- 
vice wing is a court yard for reception of the ambulance, 
and from which is the ambulance leading direct to the 
adnutting department and admitting or detention ward. 

3alancing this on the east of the service wing is the 
service court, where all supplies for the institution are re- 
ceived. Below this court and entirely underground are 
the boiler and pump rooms, which house the mechanical 
equipment for heating the building and providing the ne- 
cessary water, steam and other services required. The 
coal bunkers are located directly below grade, but above 
the automatic stokers of the boilers, so that the coal is 
delivered direct from trucks to the fires by gravity with- 
out being shovelled by the boiler room staff. The ashes 
are carried to the surface by a motor driven endless chain 
containing buckets, which automatically dump the ashes 
direct into the trucks for removal. 

In the future as additional accommodation is required 
wings will be added to the south and north. These will 
enlarge the departments on the various floors and, if ne- 
cessary, add new departments as the advance in medical 
and surgical science may demand. 

The various service rooms such as utility, serveries, 
surgical dressing, etc., for future accommodation, have in 
so far as practicable been provided in the first unit so 
(Continued on page 12) 
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Courtesy International Press Limited. 


MRS. A. M. HUESTIS, 


President of Board of Governors. 


MISS HARRIET MEIKLEJOHN, R.R.C., 
Superiniendent. 


The Women’s College Hospital Enjoys 
Unique Distinction 


Only Women’s Hospital in Canada Managed and Staffed 
entirely by Women. 


LTHOUGH the date of the official open- 

ing of the Women’s College Hospital. 
Toronto, has been postponed owing to 

the death of King the imposing new 
building on Grenville Street was inspected by a 
large number of visitors on January 22nd, the 
day officially chosen for the dedication ceremony. 
The new ten-storey building makes available to 
the public a thoroughly modern plant and equip- 
ment for the care of patients. It will provide for 
a rapidly increasing attendance in all departments 


attendance of 4,811. The departments of medi- 
cine, anaesthesia, oto-laryngology, pathology and 
bacteriology, X-ray, dental, ophthalmological cli- 
nic and other services have had a corresponding 
advance. 

In all this hospital, which is the only women’s 
hospital in Canada to be managed and staffed en- 
tirely by women, is a splendid example of an 
construction, design, 


George, 


achievement in modern 


equipment and service. 
The board of 


governors of the hospital in- 


and is a tribute to the devotion, interest and en- cludes: President, Mrs. A. M. Huestis: vice-pre- 
terprise of those who have built up the institution. — sidents, Mrs. R. H. Cameron. Mrs. Russell Me- 
An outline of what has been accomplished is im- Cormick; secretary, Miss Mabel Stoakley ; treas- 
pressive evidence of beneficent activity in the field urer, N. J. Lander; finance committee, J. E. Cor- 


coran; building committee, Russell McCormick : 
medical advisory board, Dr. Marion Kerr: 
committee, Mrs. Robert M. Moncur: training 
school committee, Mrs. Russell McCormick ; 
paign committee and member finance committee, 
Mrs. James N. Mackenzie; superintendent, Miss 
Harriet T. Meiklejohn, R.R.C. 


of women’s service to womankind. 

Rapid growth of the hospital is evidenced by 
reference to departments. That of obstetrics had 
in 1921 an attendance at clinics of 225; this had 
increased to 3,526 in 1934! Surgery and gynae- 
cology had one operation in 1911, and in 


house 
cam- 


1934 


there were 630 operations performed with clinic 
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Above, Superintendents Office 
and at right, The Board Room. 


Women’s College Hospital Completes 
Fine New Building 


(Continued from page 10) 
that future bed capacity can be secured at a minimum of 
expense. This also includes ample capacity in all 
mechanical services for such additions. 

So much for the general description of the new build- 
ing, which we trust will give the reader a picture of the 
scheme, and now for a detailed outline of the various 
floors and general finishes adopted throughout. 

Basement: On this floor, which is partly above grade, 
are located general storage rooms, a large and airy linen 
room in which is received direct from receiving room the 
clean linen as it arrives from the laundry. Fresh vege- 
tables are delivered direct from the service court by 
chutes into the mechanically ventilated storage bins. On 
this floor are located temporary quarters for dental, eye, 
ear, nose and throat clinics and the permanent autopsy 
and mortuary departments. This latter has direct con- 
nection to the service court. 

First Floor: Yntering the building through the main 
entrance one finds oneself in a large airy entrance hall, 
the walls of which are lined with Travertine stone. Di- 
rectly opposite the main entrance doors and leading to the 
second floor is a grand staircase. To the right of this 
hall are women doctors’ coat room and _ consultation 
offices, pharmacy and medical clinics. . To the left of the 
entrance hall are information office, waiting room, men 
doctors’ coat room, ambulance entrance, admitting de- 
partment, detention ward toilets, and to the north speciai 
nurses’ dressing room. In the service wing are the re- 
ceiving department for supplies and servants’ dining 
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Attractively Furnished Rooms 
at Women’s College 
Hosbital 








room, both of which are carefully segregated from the 


remainder of the floor. 

Second Floor: Ascending to this floor by the grand 
staircase previously referred to one is in a large airy re- 
ception and waiting room. ‘To the right of this is the 
X-ray department and office for superintendent of nurses. 
To the left are the general administration offices and 
board room. . 

In the north wing and reached by a passage well iso- 
lated from the remainder of the floor are the main 
kitchens, including dietitian’s office and dishwashing room. 
Food reaches this department by means of special dumb- 
waiters from the storage rooms below, and after being 
cooked is delivered on food trucks in the dumbwaiters to 
the various patients’ floors above. After the meal hours 
all dishes are returned by the dumbwaiters to be washed 
and stored ready for the next meal. 

Patients’ Floors: The third to eighth floors inclusive 
are for the accommodation of patients with one excep- 
tion as noted on the third floor. Generally patients’ 
rooms are confined to the east, south and west elevations 
and the entire north side is occupied by ward depen- 
dencies, i.e.: serveries, utility, surgical dressings, work 
and bath rooms, toilets, maids’ closets, staircase, ete. 

On the third floor are public medical wards with the 
exception of the north wing, which contains the superin- 
tendent’s and nurses’ dining rooms arranged for cafeteria 
service. 

The fourth floor is similar to the third, but is for the 
maternity department only. The north wing terminates 
on this floor and contains the isolation suite for the 
maternity department with its separate services, creche 
and operating room. 
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The fifth floor is for semi-private patients, but con- 
tains six small private rooms for which a very moderate 
charge is to be made. The roof of the north wing is 
tiled and will be used by the patients as a sun roof. 

The sixth and seventh floors are for private patients 
exclusively, and the eighth floor for public patients in the 
surgical department. 

The ninth floor is the surgical department and con- 
tains six operating rooms and several treatment rooms 
with the necessary sterilizing, work, and doctors’ dressing 
rooms and showers. Between each two operating rooms 
there is located a sterilizing room and surgeons’ wash-up 
with anaesthetic rooms adjoining the operating rooms. 

The tenth floor is the obstetrical department with three 
delivery rooms, with separate labor rooms for private and 
public patients, together with the necessary work rooms 
and doctors’ dressing rooms and showers. 

It might be noted that on this and the surgical floors 
separate accommodation is made for men and women 
doctors. 

At the west end of this floor is a small but complete 
laboratory department of seven rooms for pathology, bac- 
teriology and chemistry. 

General: The interior finish of the building follows 
the lines of the most modern hospital practice. The 
floors of patients’ rooms are covered with linoleum and 
those of corridors with rubber. The ward dependencies 
or service rooms, most of which have several plumbing 
fixtures in them, and the entire surgical and obstetrical 
departments have terrazzo floors. 
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Extensive use has been made of acoustical materials 
to deaden sound throughout the patients’ floors. All cor- 
ridors on these floors are treated with acoustical plaster, 
also in service rooms wherein disturbing noises are liable 
to originate. Certain other rooms, such as_ typewriting 
office, labor rooms, ete., are treated with more efficient 
acoustical material. In addition, rooms that are inclined 
to be noisy and adjoining patients’ rooms have cork insula- 
tion on the partition between them. 

The nurse call system is of the most modern silent 
light system, and the building is equipped with two full 
automatic push button control passenger elevators and two 
automatic push button dumbwaiters. 

The refrigeration throughout is of the most modern 
electric type. 

The plumbing and lighting fixtures are especially de- 
signed for hospital purposes. Private rooms have in- 
direct wall brackets for lighting which give a soft gen- 
eral illumination. 

The portable equipment throughout is most complete 
and of the very latest design for the purpose which it is 
to fulfil. 

Rooms are ventilated with metal ducts carried up 
through the building and discharged through louvres in 
the pent houses. There are separate exhaust fans for 
different services, such as kitchens and serving rooms; 
toilets, baths and utility rooms; operating rooms and 
mortuary department. The ventilation of the wards and 
other similar rooms is by means of gravity. In addition, 


(Continued on next page) 
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STANDARD TUBE CO. LIMITED 
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Women’s College Hospital 


Toronto 


Through the medium of Stan-Steel 
Roll Curtain Systems 
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Above is shown Obstetrical 
room in the New Women’s 
College Hospital, Toronto. 
At right is one of the major 


Operating rooms. 


Women’s College Hospital Completes 
Fine New Building 


(Continued from page 13) 


fresh humidified air is supplied to the operating and de- 
livery rooms and the creche. 

All windows above the first floor are of a combination 
vertically sliding and horizontally pivoted type, which 
permits of easy cleaning of both sides of the glass from 
the floor of the room in which the window is located. 
These windows also provide an excellent means of ven- 
tilation without the danger of drafts. 

All windows are equipped with roll screens concealed 
in the heads of window frames and can be pulled down 
like blinds when desired. 


New Pavilion at Toronto Western, 
is Officially Opened 


While most of the social ceremony incident to a formal 
opening was eliminated because of the period of mourning 
for its late Sovereign through which the Empire is pass- 
ing, the opening of the imposing new fourteen-storey 
pavilion of Toronto Western Hospital, which took place 
in the beautiful, walnut-finished foyer on January 24th, 
was attended by hundreds of the hospital’s friends and 
well-wishers. 
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Complete Facilities at 
The Women’s 
College Hospital, 


Toronto 





Most of these remained afterward to inspect the 
palatial building, with its up-to-the-minute hospital equip- 
ment; to admire the view afforded by the myriad win- 
dows, commanding, on the south, a clear sweep to the lake, 
and, to the north, a pleasing view of the city’s hill district ; 
and, later, to enjoy tea in the spacious and beautifully 
furnished solarium, which is at the top storey of the Pa- 
vilion. 

Alex. Fasken, K.C., Chairman of the Board of Gov- 
ernors, officiated at the unveiling of the dedication panel. 
The hospital regretted, he said, that it had been necessary 
to proceed in the absence of the Lieutenant-Governor, to 
whose visit all had looked forward, but the fact that, 
owing to the closing of Grace Hospital, with which West- 
ern is now merged, there is a big waiting list for the beds 
available in the new wing, and this had made the imme- 
diate opening imperative. 

Dr. H. J. Cody, of the University of Toronto, delivered 
an inspiring message, and Dr. B. T. McGhie, Deputy 
Minister of Public Health for Ontario, brought greetings 
from the Government. 


Controller Wadsworth spoke briefly, as well as Jas. 
Govan, senior architect of the building. Dr. John Fer- 
guson, Secretary of the Board of Governors, deposited 
official documents, copies of the four Toronto newspapers, 
and the Canadian Hospital Journal in the strong box, at 
the unveiling of the dedication tablet. 
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Room in the New Women’s College Hospital, 
which was furnished by 
The T. Eaton Co. Contract Sales Department. 


CONTRACT SALES 
DEPARTMENT 
FIFTH FLOOR 
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EATON'S FURNISHES 
AND EQUIPS HOSPITALS 


Our Contract Sales Department in collaboration with our Interior 
Decorating Staff will gladly design special furnishings, or will 
duplicate any existing furnishings. Consult the hospital division 
of our Contract Department when new equipment or general 
furnishing is required. Suggested furnishing schemes and infor- 
mation on all classes of hospital equipment available at all times. 


Write or telephone Adelaide 5471. 
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Women’s College 
Toronto 








Below is Entrance laud Gra 





Information Office is atl 





Top Left—An attractively fur- 
nished private room with bath. 


Left Centre—The Infants’ Nurs- 
ery is well equipped. Wash room 
at right. 


Lower Left—A_ six-bed ward, 
equipped with cubicle curtains. 
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‘ollege Hospital 
yronto 


Nand Grand Staircase. 
hice 1s at left. 
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Top Right—The Lounge on 
second floor. Venetian blinds 
and rubber flooring add a dis- 
tinctive note. 


Right Centre—A corner of the 
Sun Room, with chrome furni- 
ture, upholstered in yellow. 


Lower Right— A view of the 
kitchen, modernly equipped. 
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King George Was a Real Friend of 
the Sick and Underprivileged 


ING GEORGE the Fifth was loved and honoured 

by all his subjects because of his honesty, sincerity 

and devotion to duty—and kings have many tire- 
some duties. 


In his Christmas broadcast in 1934, King George said: 
“T would like to think that all the people of this realm and 
empire are bound to me and to one another by the spirit 
of one great family. May I add very simply and sincerely 
that, if I may be regarded as in some true sense head of 
this great and wide-spread family, sharing its life and 
sustained by its affection, this will be full reward for the 
long and sometimes anxious labours of my reign.” 

King George the Fifth had a deep sentimental desire to 
remedy social injustices, and exclaimed passionately, when 
unemployed benefits were reduced in 1931, “Can’t we 
restore the cuts?” 


During his reign, through the spirit of the brotherhood 
of man, so well exemplified by him, the marvels of the 
last quarter century have done much to make life more 
comfortable for the masses of the people. The bringing 
of happiness to the many to whom life had once so little 
to offer is the real achievement. Never before have such 
efforts been made to feed and clothe the unfortunate in 
our “wide-spread family ;” the achievements in modern 
medicine and surgery have been placed at their disposal in 
the wards and clinics of our public hospitals; provisions 
have been made for old age pensions, mothers’ allowances, 
unemployment insurance, workmen’s compensation, etc. 


Naturally the King himself was not responsible for the 
actual institution of many of these developments, but his 
kindly sympathy and interest in all that was designed to 
improve the welfare and happiness of his people and his 
ever-abiding faith in the efficacy of constitutional pro- 
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cedure did a great deal to inspire his people to evolve these 
changes. 


That feeling of real loss which permeates the whole 
empire has been made all the more poignant because of 
this “family feeling.” At a time like this, this “family 
feeling” is uppermost throughout the empire—a feeling 
of loss and of sympathy for Queen Mary and all the mem- 
bers of the Royal family. 


Uy 
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Health Insurance a Major Issue 
in British Columbia 


HE attention of all those interested in the progress 

of the Health Insurance movement in Canada will 

be focused for the next few weeks on British 
Columbia, where, at the forthcoming session, the Govern- 
ment is expected to introduce a modified Healih Insurance 
Bill. It will be recalled that a Bill was introduced a year 
ago for consideration only with the anticipation that this 
Draft Bill could be discussed from various angles and, as 
a result of such discussion, a revised Bill could be intro- 
duced at the 1936 session and presented for endorsation. 
Some months ago the Government appointed a Hearings 
Committee made up of representatives of labour, nursing, 
medicine, hospitals and the manufacturers. It is antici- 
pated that the recommendations of this Hearings Com- 
mittee, based upon representations made to it by a great 
many organizations, will be reflected in the fordhcoming 


Bill. 


Among the recommendations of the Hearings Commit- 
tee are the following: the provisions should be compulsory 
for those receiving less than $1,800 a year rather than 
$2,400, as proposed; the medical care of indigents should 
be paid for on a regular schedule rather than on a half- 
pay basis; the principle of free choice of physician should 
be modified with respect to hospitalization so as not to 
interfere with the staffing policy of hospitals; contribu- 
tions for employees receiving over $1,000 a year should 
be at the rate of 2% of their wages, and employers at the 
rate of 1% of their pay-roll for this group. For those 
receiving less than $1,000 a year and their employers a 
flat rate basis is recommended; the Hospital Act should 
be revised to recognize the ultimate responsibility of the 
provinces and municipalities to meet the necessary hos- 
pital costs in order to maintain their continued operation ; 
existing private plans for the payment of health insurance 
should not be interfered with but arrangements are sug- 
gested whereby such can co-operate with the provincial 
plan; the committee recomends that the Provincial Board 
of Health provide care for all children not eligible for 
health insurance benefits. 


The Legislative Committee of the British Columbia 
Hospitals Association reported at its November meeting 
that the original Draft Bill did not adequately protect the 
hospitals and reported many details in which the Bill could 
he improved. These recommendations by Mr. Coady’s 
Committee (see Canadian Hospital Council 1935 report 
of the Committee on Finance) were presented to the 
Hearings Committee by Mr. E. W. Neel, the President 
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of the British Columbia Hospitals’ Association and a 
member of the committee, and we note that many of these 
points are included in the recommendations of the Hear- 
ings Committee. The hospital field is very much interested 
in the progress of this measure in British Columbia for, 
undoubtedly, a province-wide plan like this will have con- 
siderable influence on the hospital development in the 
future. 


Aa 


Unethical Charity Drives Defraud 
Hospitals and Public 


R. B. T. McGhie, Deputy Minister of Health for 

the Province of Ontario, in a letter over his signa- 

ture, recently warned public and private hospitals 
of that Province to refrain from lending their names to 
promoters of “fake or unethical charity drives” under 
penalty of license cancellation. 

The letter stated: “Please be on your guard in case you 
may be approached by any promoter suggesting that you 
enter into a contract of any kind for the purpose of rais- 
ing funds, as the department cannot continue to license 
institutions found to be resorting to this unethical prac- 
tice.” 

The above warning was issued because of complaints 
received by Dr. McGhie that many small private hospitals 
had been the tools of unscrupulous promoters. It is stated 
that in 1934 a New Year’s dance was held in Toronto by 
a “club,” which sold tickets “for the benefit” of a private 
hospital. Using all the arts of publicity for the exploita- 
tion of human sympathy, the promoters are said to have 
induced 10,000 persons to support the dance. A lot of 
money passed into the hands of the “club” but the hospital 
is stated to have received only twenty-five dollars! It is 
reported that organizations in Ottawa know from painful 
experience the kind of contract to which Dr. McGhie has 
reference; one such, awaiting a cheque for the use of its 
name in such an enterprise, found instead that all the 
profits had disappeared in the costs of promotion—and it 
was left to pay the hotel bills of the promoters, which it 
had guaranteed. 

Dr. McGhie has issued a timely warning, and common 
sense should guide all associated with philanthropic insti- 
tutions to beware of high-pressure salesmen promoting 
such “rackets.” 
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Low Calcium Diets in Childhood 


sy ETHEL C. M. WOODMAN, B.Sc. (H.Ec.), Nutritionist, 
The Children’s Hospital, Winnipeg 


CC ANY medical 
writers have 
attributed dif- 

ferent diseases to inade- 

quate calcium supply or 
disturbance of calcium 
metabolism. Conclusive 
proof or disproof of such 
theories would, however, 
require more detailed and 
exact quantitive studies of 
the intake and output of 
calcium in health, and the amounts required in normal 
nutrition at different ages and under different conditions 

than have yet been made.” (1). 

As research in this field was carried on the use of the 
low calcium diet became customary for calcium and phos- 
phorus balance studies, because it is usual to do any 
metabolic studies on as nearly a basal condition as pos- 
sible. Where blood examinations are made it is upon 
fasting blood. The low calcium diet is as near to calcium 
free diet as possible and still have it palatable. It is for 
this reason that I feel the low calcium diet should be 
brought again to the fore and experience with it and 
knowledge of it shared. 

McLester says that the mineral content of the Ameri- 
can diet is more liable to be faulty in respect to calcium 
content than any other element, and that to provide a 
sufficient margin of safety an intake of 1.0 to 1.5 gm. 
of calcium is needed daily. 

The usual dietary standard is 0.7 to 1.1 gm. of calcium 
per person per day and the usual low calcium diet is ap- 
proximately 0.1 gm. of calcium per day. (2). 

For a moment let us consider what we know of the 
role of calcium in animal metabolism. We know that 
it is: 


— 


Essential to normal heart action. 
2. Essential to coagulation of the blood. 
3. Essential in building bone. 

4. Concerned with the physiology of nerve conduction. 

5. Probably concerned in the energy exchange of 

muscle contraction. 

6. Synergistic towards iron and iodine. 

7. Influenced by the reaction of the diet. (4). 
and that apparently its concentration in the blood is under 
the control of the parathyroids. (3). The thyroid, thy- 
mus, and gonads also influence calcium metabolism. (4). 

Vitamin D, whose function is concerned with the dis- 
tribution of calcium and phosphorus in blood and bony 
tissues must also be mentioned here, as calcium retention 
is undoubtedly under the control of this vitamin. The 
effects of doses of vitamin D are modified to some extent 
by the calcium and phosphorus content, and the calcium- 
phosphorus ratio of the diet. (2). 

With this list of the known functions of calcium in the 
animal body before us, we can realize the extent to which 
any experimental work in this field must be carried as 


DEPARTMENT OF 


THE CANADIAN 
DIETETIC ASSOCIATION aie strong plea for 


Conducted by 
KATHLEEN C. BURNS, B.A., 
Chief Dietitian 
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Toronto. 


symptom becomes involved 
with symptom and the 
danger of death, before re- 

obtained, ever 


accuracy and co-operation 
between even the smallest 
link in the chain of profes- 
sional workers necessary to 
carry out metabolic studies 
of any kind must be made. 
The doctor, the patient, the 
laboratory technician, the nurse and the dietitian together 
should form the unit for such work. 

A patient brought in to hospital for special calcium 
phosphorus balance study should be made as comfortable 
and as happy as possible; for a restful atmosphere radi- 
ating contentment is necessary before a metabolic study 
can be attempted, if it is to be carried through to a suc- 
cessful conclusion. 

The patient is placed in a low calcium diet (approx. 
0.1 gm. per day) which is adequate except for mineral 
content. He can be allowed to choose from a limited list 
of foods, low in calcium, those which he would like to 
make up his daily menu, which must be identical from 
day to day though the foods from one meal could be 
exchanged with those of another meal during the same 
day. Those which seem most attractive to him are noted 
carefully by the dietitian in charge, for when the diet is 
finally chosen the patient must remain on it during a pre- 
linunary period of 3 days followed by the period of 
study, usually from 3 to 5 days. 

Here, in such restricted cases, lies the golden oppor- 
tunity of the dietitian; all her skill and ingenuity in pre- 
senting an attractive tray must be brought to the fore, 
as well as her knowledge of food composition and the 
mathematical accuracy of the chemistry laboratory. From 
our recent experience, we have found that the essential 
points in the preparation of such trays are: 

1. Cleanliness. 

2. Careful cooking methods. 

3. Daintiness of service. 

4+. Variation of the food in one meal with that of an- 

other meal on two consecutive days. 

5. Accuracy. 

ach of these points is of equal importance, although 
accuracy is purposely placed at the bottom of the list, be- 
cause of the inclination to place all the stress on methods 
and technique, forgetful of the fact that if the tray is 
nauseating and refused by the patient, the most careful 
work is of no avail. The likes and dislikes, the age and 
activity of the patient, must be considered, as well as ad- 
justment made to the disease he is suffering from. 

Briefly let me outline the preparation of the low cal- 
cium diet. 

The calcium and phosphorus content of all foods used 
during the studies were obtained from Sherman’s figures 
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and those compiled by the Massachusetts General Hospi- 
tal some vears ago for use in studies of inorganic meta- 
holism. Table 1. 

A whole day's diet was analyzed and the results com- 
pared with the calculated mineral content. The calcu- 
lated calcium content of one day’s diet was lower than the 
actual, as illustrated in Table 2, the actual determination 
being 0.2904 gms., whereas the calculated content was 
0.0915 gms. 

These diets should be prepared in the diet kitchen 
under the supervision of the dietitian, who should make a 
s udent dietitian directly responsible for the safe delivery 
of the completed tray to the nurse in charge of the 
patient. The accuracy and careful technique of the 
cnemisiry laboratory is needed in the preparation: scales, 
accurate to 1/10 em. should be used for weighing, the 
liquids measured in a graduated cylinder. As much as 
possible of the food should be weighed, cooked and 
served in the same dish to minimize the chance of error 
between the actual food eaten and that calculated. Pyrex 
cups and casseroles with their weight recorded on them 
would be most useful. In our two cases cited, neither 
the salt nor fluid intake was restricted, though no salt 
was added in cooking, and in Case No. 2 distilled water 
was used, while in Cuse No. 1 the tap water was analyzed 
for calcium, and the total amounis recorded and added 
to the diet calcium. 

Though it is true that the lack of variety in the daily 
menus might be considered one of the chief complaints of 
the patient, we have found that the diet has been taken 
well, and that the most important point is to induce the 
patient to eat all of the food presented; and here again 
all the displomacy, patience and tact at the worker's dis- 
posal are needed to obtain co-operation from the patient. 

Summary 

1. The significance of the low calcium diet was stated. 

2. The role of calcium in animal metabolism reviewed. 

3. A plea for co-operation between the 

various departments made. 

+. Suggested routine for calcium and phosphorus bal- 

ance studies with special reference to the dietary 


workers of 


regime. 
. Tables of food analyses for calcium and phosphorus 
given. 

6. Two diets given in detail. 

7. Recipes we have found useful in the low calcium 

diet. 

I wish to express my thanks to Dr. Bruce Chown, 
Pathologist, Children’s Hospital of Winnipeg, for his 
suggestion of this study and his kindness and help as it 


wm 


progressed. 

[ wish also to acknowledge my appreciation of the 
work done by Miss Margaret Lee (M.Sc.), laboratory 
technician, and Miss Jean Alexander, (B.Sc., H.Ec.), 
dietitian. 
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THE CHILDREN’S HOSPITAL OF WINNIPEG 
Low Calcium Diet for Master E. la R. Age 10 yrs. 
Wet. 53 Ibs. Diagnosis: Endocrine Imbalance ? 


Case No. 1 Amount Calcium Phosphorus Calories 


BREAKFAST 

Janana 140 O12 042 119 
Bacqn 35 O11 035 185 
Low calcium bread 20 002 §=.016 40 
Butter—washed 10 76 
Sugar 10 10 
DINNER_ 

3eetf 100 016 302 166 
Potato 50 006 024 43 
Peas 35 008 038 32 
Sutter—washed 10 76 
Low calcium bread 10 001 008 20 
Baked apple 100 007 012 6+ 
Sugar 10 012 10 
3 p.m.—Nourishment 

Tomato juice 100 006 O15 15 
SUPPER 

Spaghetti 50 002 015 183 
Tomatoes (canned) 90 010 023 20 
Low calcium bread 10 001 008 20 
Butter—washed 10 76 
Cherries 50 009 016 45 
8 p.n.—Gingerale 100 .0005 


Total calories—1200. 
Calcium content—calculated 0.0915. 
Calcium Content—actual 0.2904. 
Phosphorus Content—calculated 0.554. 
Phosphorus Content—actual .2188. 
THE CHILDREN’S HOSPITAL OF WINNIPEG 

Low Calcium Diet for D. H. Age 17. Wet. 62 Ibs. 

Diagnosis: Renal Rickets. 





Case No. 2 Amount Calcium Phosphorus Calories 
BREAKFAST 
Apple 100 .007 012 64 
Bread 60 .016 .056 152 
3utter re 10 002 001 77 
Cocoa—made with dis- 

tilled water 4+ .004 .028 20 
DINNER 
Lamb chop—edible por- 

tion, broiled, lean 100 013 237 356 
Potato 100 .006 103 90 
Corn—canned tee 100 .014 058 92 
Bread 20 .006 019 50 
Butter 10 002 001 77 
Sliced fresh peach 50 009 O14 73 
SUPPER 
Roast chicken on 45 008 082 63 
Lettuce leaf 1 
‘Tomato—fresh 100 O11 026 20 
Bread 20 .006 019 50 
Butter 10 .002 001 77 
Pineapple—canned 50 .008 012 20 
3 p.m.—Gingerale 200 001 
8 p.m.—Lemonade Ad. Lib. 


Total Calories—1281. 

Calcium content—calculated 0.115. 

Phosphorus content—calculated 0.6069. 
(Continued on page 30) 
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Oshawa Hospital Receives $100,000 
for New Wing 

The Oshawa General Hospital will receive more than 
$100,000 to be used for the erection of a children’s wing, 
it was learned on January 22nd, with filing for probate of 
the will of the late Mrs. Albert Sykes, formerly of 
Oshawa. The will was filed at the Ontario county court 
house at Whitby. 

A provision of the will is that a tablet be set in the 
projected new wing of the hospital, with an inscription 
dedicating it as the J. Albert Sykes and Josephine Sykes 
wing. 

Mrs. Sykes, widow of the late Albert Sykes who for 
many years operated a planing mill at Oshawa, died in 
Toronto, Nov. 27, 1935. 

Alex G. Storie, president, and Mrs. R. S. McLaughlin, 
secretary, of the Oshawa General Hospital Board, on 
learning of the bequest from Mrs. Sykes, said the funds 
came at a most opportune time as the hospital was in need 
of a new wing. 


New Hospital Council Organized 
in Toronto 
The Toronto Hospital Council, a new organization, 
which represents all municipal bodies and the Weston 
Sanitarium, was formed in Toronto on January 17th. 
Final details for the new organization were worked out 
at a meeting in the new solarium in the Toronto Western 


Hospital. 
One of the chief problems to be faced by the new or- 
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ganization is the steadily increasing cost of hospital care 
for indigents. 

The following officers of the new organization were 
elected during the meeting: C. J. Decker, Genéral 
superintendent, Toronto General Hospital, President; A. 
J. Swanson, Superintendent, Toronto Western Hospital, 
Vice-President; Harry Rowland, Superintendent, River- 
dale Isolation Hospital, Secretary-Treasurer, and Dr. 
Harvey Agnew, Department of Hospital Service, Cana- 
dian Medical Association, Honorary President. The ex- 
ecutive will consist of the above officers and Dr. W. J. 
Dobbie, Physician-in-Chief, Weston Sanitarium; R. R. 
Hewson, Superintendent Toronto East General Hospital ; 
Miss Harriet Meiklejohn, Superintendent, Women’s Col- 
lege Hospital, and Sister Norine, Mother Superior St. 
Michael’s Hospital. All city hospitals and the sanitarium 
were represented at the meeting. 


Beauty Parlors Prove Beneficial 
at Mental Hospitals 


Beauty parlors for the use and treatment of women 
patients in mental hospitals has been proved to be defi- 
nitely beneficial, according to Dr. G. H. Stevenson, super- 
intendent of the Ontario Hospital, although the local in- 
stitution has not been equipped with such a service. 

Dr. Stevenson, who established the beauty parlour at 
Whitby Hospital when he was there, said, “The parlour 
proved a success. It provided the women patients with a 
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useful stimulation. It helped to get them out of a con- 
dition of carelessness about their personal appearance, and 
to take a greater pride in themselves. We take some of 
our patients down to a city beauty parlour now and then, 
and we have nurses who are competent to provide per- 
manent waves, and so on. 

“This disregard for personal appearance is one of the 
symptoms of some mental disturbances, and the parlour 
certainly helps them. It is a useful stimulation in psycho- 
therapy.” 

The men, also, are not overlooked and get haircuts and 
shaves, which apparently serves much the same purpose 
as the permanent wave for the women in maintaining 
their self-respect. 


Staff Changes Made at Royal Victoria 
In Montreal 


Appointment of Dr. F. A. C. Scrimger, V.C., as 
surgeon-in-chief, and Dr. F. T. Tooke, as ophthalmolo- 
gist-in-chief at the Royal Victoria Hospital, Montreal, 
was announced on January 3rd, by W. R. Chenoweth, 
superintendent of the hospital, together with the retire- 
ments of Dr. Edward W. Archibald and Dr. W. Gordon 
M. Byers in the respective departments. 

The retirements of Dr. Archibald as director of the de- 
partment of surgery and Dr. Byers as director of the 
department of opthalmology are in keeping with the board 
of governors’ regulation in regard to the age limit. The 
distinguished members of the medical profession now re- 
tiring will continue to act as consultants at the hospital 
and will remain in their respective positions at MeGill 
University where Dr. Archibald is professor of surgery 
and chairman of the department, and Dr. Byers professor 
of ophthalmology. 


Hospitalization Scheme for 
Women Only 


A new and unique plan for group hospitalization being 
offered to Montreal women has attracted the interest of 
hospital authorities throughout the country. 

So far as is known it is the only one on this continent 
where the appeal is entirely to women and children sub- 
scribers. 

The newly-formed Women’s Hospital Service Associa- 
tion, headed by Miss Guinevere who has been for many 
years prominently identified with the activities of the 
Women’s General Hospital here, offers hospital service at 
a fixed annual or other periodic fee to groups of women 
numbering not less than 12. Benefits, which may be ob- 
tained for the sum of $1.00 membership fee and 75 cents 
a month, include a semi-private room for 21 days each 
year if required, with type of meals prescribed by the 
physician; complete operating room service; anaesthetic 
fee; general nursing care; ordinary medicines, surgical 
dressings and routine laboratory work. 

The plan is a strictly non-profit-making venture and 
any surplus will be held for the benefit of subscribers in 
succeeding years. 
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Sydenham Hospital Courses of Instruction 
for Technicians 
X-Ray (Radiology) 


Three months instruction in 
X-ray technique, including 
X-ray therapy service. 


Laboratory 


Eight or six months course in 
laboratory technique. 


Basal Metabolism 


One month instruction in basal 
metabolism. 


Electrocardiography 
One month instruction in 
electro-cardiography. 


COMBINATION COURSES 
consisting of 
1. Radiology and Laboratory. 
2. Radiology, Laboratory, Electro-cardiography and 
Basal Metabolism. 
Those eligible are nurses, college or high school graduates. 
Classes form the first of each month. 


For information write: 
DR. A. S. UNGER, Secretary—Board of Governors 
565 Manhattan Avenue, New York, N.Y. 

















G&wW 


PHARMACEUTICAL 


ALCOHOLS 


HIGHEST QUALITY—BEST SERVICE 


Whatever your requirements may be for Industrial, 
Pharmaceutical or Rubbing Alcohol, we can supply 
the type you need. 


GOODERHAM & WORTS, LIMITED 
INDUSTRIAL ALCOHOL DIVISION 
Telephone: EL. 1105 


2 Trinity Street, Toronto, Canada. 

















50 YEARS OF QUALITY LEADERSHIP 


ROCHESTER” NEW YORK 


IMPROVEMENTS | 


The Castle SterOgage (trade mark) affords vis- 
ual evidence of temperature during the entire 


sterilization period. All Castle Autoclaves are 
SterOgage equipped. A SterOgage may be 
attached to your present unit. Castle inforima- 
tion and engineering service is available for all 
Hospital sterilizer equipment and operating 
lights from 


THE STEVENS CO’S 


Calgary Edmonton Vancouver 


Winnipeg 


FUCASTLES 
STERILIZERS, 


mo Burr sy Specianisrs 


Toronto 
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Catcary, ALTA.—Santa Claus’ mail man brought a 
$3000 cheque to the Junior Red Cross Society’s Crippled 
Children’s Hospital in Calgary on December 23rd. 

The cheque came from Rt. Hon. R. B. Bennett, leader 
of the conservative party. Mr. Bennett has long been in- 
terested in the work of the hospital. He is an honorary 
president of the Alberta Red Cross Society. 

: * 

Carcary, ALTA.—QOne of the most modern small hos- 
pitals in the province has recently been completed on the 
Stony Indian reserve at Morley, and was officially opened 
on January 3rd. 

The hospital building, a 2-storey structure located on a 
wooded slope south of the river, has accommodation for 
15 patients, besides quarters for a staff consisting of a re- 
sident physician, dietitian, matron and a nurse, who will 
have charge of the reserve’s medical tasks. 

A full basement has been given over to the installation 
of a modern oil heating plant, while the main floor houses 


(= Sterling Surgeons Gloves 


“CANADIAN MADE —UNSURPASSED” 





| 











They Clasp the Wrist 
So Comfortably 


The present specifications for Sterling 
Gloves were adopted after many ex- 
periments and with the co-operation and 
advice of prominent surgeons. They 
possess unusual fitting qualities. 


Specialists in Surgeons’ Gloves 
for 23 Years. 


Sterling Rubber Company 


LIMITED 
GUELPH - CANADA 


Largest Specialists in SEAMLESS Rubber Gloves 
in the British Empire 


| 
| 
I 
| 
| 
| 
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the hospital proper. The second floor contains the staff 
quarters. New X-ray equipment has been installed and 
will be a feature of the hospital's facilities. 

: + & 

Epmonton, ALta.— Dr. C. G. Davidson, chief ex- 
ecutive of the provincial mental institution at Ponoka, has 
resigned and will move to Vancouver to enter private 
medical practice. 

Dr. Davidson has been head of the institution for the 
last two years. His resignation was voluntary. 

Well known as a mental expert Dr. 
for himself a wide reputation as head of the institution. 
. «2 & 

KENTVILLE, N.S.—A $20,000 fire destroyed one wing 
of the Nova Scotia Sanatorium on December 25th. 

Discovered just after Christmas dinner, the fire spread 
rapidly through number three pavilion, forcing the 25 
patients quartered there to a hasty retreat. 

Only male patients ‘on exercise” occupied the wing 
and they had no difficulty in getting out of the building. 
But they had to leave all their belongings, including newly 
opened Christmas presents, to the flames. 


Davidson has won 


was owned by the 
insurance. It 


The building, a wooden structure, 
Nova Scotia Government and covered by 
was equipped to house 48 patients in four wards. 

a a 

LETHBRIDGE, ALTA——E,. E, Dutton, secretary of the 
Galt Hospital Board announced in December that Miss 
Alice Pelletier has been appointed training school instruc- 
tress and Miss A. Dacre assistant superintendent. 

The appointments were made necessary owing to the 
recent retirement of the lady superintendent, Miss H. 
Levenick, and the appointment of Miss B. Clarke in her 
place. Miss Clarke was formerly assistant superintendent 
and instructress. 

Both Miss Pelletier and Miss Dacre are graduates of 
the Galt Hospital Training School. The former recently 
completing post-graduate work at the Vancouver General 
Hospital. 

+ & 

MontreaL, Que.—In keeping with the progress of 
medical science, the Jewish General Hospital has installed 
one of the most modern deep X-ray apparatuses in the 
city. The machine is of the constant potential type and 
develops 218,000 volts. 

- + * 

MontTREAL, QueE.—Samuel L. Kobler, 69, Montreal 
Jewish philanthropist, died here on January 30th. <A 
governor of the Jewish General Hospital, he was asso- 
ciated with the Mount Sinai Sanatorium and the pe 
Home for Aged People. 
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MonrtreEaL, Que.—Public offering is being made by the 
Eastern Securities Co. of St. John, of $200,000 4% per 
cent first (closed and refunding) mortgage bonds of the 
Sisters of the Hotel Dieu, of Chatham, N.B., at par and 
accrued interest. 

The bonds, which mature in 20 years, are payable as to 
principal and interest in Canadian funds only. 

* *£ 2 


MonrTreaL, Que.—Offered at par, a new issue of 
$1,600,000, + per cent, serial bonds of L’Hopital Notre 
Dame (Montreal), is being offered by a syndicate com- 
posed of Paul Gonthier & Co.; Ernest Savard Ltd.; 
Credit Anglo-Francais Ltd.; Dube, Leblond & Co.; J. C. 
Boulet Ltd.; and J. E. Laflamme Ltd. 

The bonds are dated January 1, 1936, and mature $20,- 
000 each year until 1948, when $1,380,000 matures. The 
bonds are in $100, $500 and $1,000 denominations and 
are payable at Montreal. 


* ok Ox 


MontTREAL, (QuE.—Directors of St. Mary’s Hospital 
have decided to launch a public appeal for funds during 
the latter part of March, T. Taggart Smyth, president of 
the Board, announced early in January. 

“St. Mary’s has been operating the new 200-bed hos- 
pital for 14 months, during which time its public wards 
have been filled to capacity. The unusually heavy demand 
for treatment of those in need has drained the finances of 
the hospital and created a deficit that has reached approx- 
imately $50,000 in the past year,” Mr. Smyth explained. 

Launched under the auspices of His Excellency the 
Most Rev. Georges Gauthier, D.D., Co-adjutor Arch- 
bishop of Montreal, the board’s plan has received the full 
endorsation and approval of the English-speaking Catholic 
pastors of Montreal. 

+ * * 


OsHawa, Ont.—Dr. D. S. Hoig, medical superin- 
tendent of the Oshawa General Hospital for the last 25 
years, was honored on January 3rd, at a testimonial din- 
ner tendered to him at the Hotel Genosha by the directors 
of the hospital and the medical faculty and their wives. 
A distinguished gathering assembled for this tribute to 
one who had practised medicine as a general practitioner 
in Oshawa for the last fifty-five years, among the guests 
being the Hon. Dr. H. A. Bruce, Lieutenant-Governor of 
Ontario and Mrs. Bruce. His Honour was the chief 
speaker of the evening, and added his tribute to the life 
work of Dr. Hoig to that of the hospital officials who also 
spoke. Dr. Hoig was presented with a beautifully illum- 
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Cartons of 500 or 1000 Bags 
R. B. HAYHOE & CO., LTD. 


Send us sample 
order. We ship same 
day as order received. 
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RELIABLE (D-B)-PRODUCTS 
HIGH GRADE CLEANSERS 


Order these detergents—they save time and money— 
do a better job. 





CD=3B> Cocoanut—Olive Oil Liquid Toilet Soap. 
Transparent or Green—Scented or Unscented. 
MADE IN CANADA 
Lathers instantly — cleanses perfectly — eliminates 
waste! Best for your liquid soap dispensers through- 

out the hospital. 
MOST ECONOMICAL 
Drums—5 gal. and 1 gal. tins. 


DD-B )PRODUCTS 


for Quality & Service 
DUSTBANE PRODUCTS LTD. - 











Montreal 


St. John - 





Ottawa - Toronto - Winnipeg . Vancouver 














For the Modern 
Hospital, only 
the Best is Good 
Enough 





























You will find C-I-L Hospital 
Sheeting specified by the execu- 
tives of the best equipped and 
best managed hospitals through- 
out Canada to-day. 











Close liaison between the C-I-L 
Laboratories and those of Im- 
perial Chemical Industries of 
Great Britain and of the great 
DuPont Company of the United 
States, ensures maintenance of 
the highest standard of quality 
—one of the fundamental ten- 
ets of C-I-L policy. 


To buy THE BEST, specify— 
C-I-L HOSPITAL SHEETINGS 
Manufactured 100% by 


CANADIAN INDUSTRIES LIMITED 


**FABRIKOID"’ DIVISION 
NEW TORONTO, ONTARIO 
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inated address, expressing the appreciation of the hospital 
board and medical staff for his faithful and devoted ser- 
vice during the last quarter of a century. 

<a & 

REGINA, SASK.—Regina’s Board of Governors of the 
General Hospital no longer exists. 

In its place there was set up at a recent meeting of the 
city council a board of managemant. 

It is comprised of the same five members who, were 
earlier appointed the health committee, Aldermen Murdo 
Cameron, G. N. Menzies, T. G. McManus, V. Olson and 
Mayor Ellison. 

Third reading was given this by-law and immediately 
after a resolution was passed, presented by Alderman 
Fines, that a board of management be appointed to take 
over the management of all hospitals owned and operated 
by the city and that the members of the health committee 
constitute the board of management. 

¢ = « 

Toronto, Ont.—When the annual meeting of the 
Toronto General Hospital Board of Governors is held 
shortly, resignation of Mark H. Irish, chairman of the 
board, will be handed in and it 1s likely E. C. Fox, vice- 
chairman, who has been on the board a few months, will 
succeed him, Mr. Irish will continue to serve the hospital 
overnor, representing subscribers. 

r. Irish and Sir Joseph Flavelle hold the longest 
record for continuous service on the board. 
: + 46 


as g 
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Toronto, Ont.—Harold J. Smith, M.R.A.I.C., a part- 
ner and Canadian office manager of the former firm of 
Stevens and Lee, announces the continuation of the prac- 
tice of architecture, specializing in hospitals, at 62 Charles 
Street East, Toronto. During his association with the 
above firm Mr. Smith designed many new buildings for 
some of the foremost hospitals in Canada. 

: -* & 

Toronto, Ont.—Toronto Jewry on Jan. 19 inaugu- 
rated an intensive campaign of membership to solidify the 
financial condition of Mount Sinai Hospital. Under cap- 
able direction, a solid group of Jewish businessmen and 
women have planned to wipe off as much as possible of 
the $32,000 deficit which now faces the hospital. Unfore- 
seen extras in building and additional equipment were 
responsible for the deficit, hospital authorities explained. 

The campaign will be in active force for six or eight 
weeks, depending on the results. 

* * * 

Vancouver, B.C.—Mr. G. A. Wallar, of Vancouver, 
has been appointed secretary to the West Coast General 
Hospital at Port Alberni, succeeding Mr. H. E. Beyer. 

Mr. Wallar has had long experience in hospital work. 
He graduated in pharmacy in 1906 from the University 
of Manitoba; later spent six years as secretary-treasurer 
and pharmacist with the McKellar General Hospital at 
Fort William, and a subsequent nine years as pharmacist 
and business manager with the Norwalk State Hospital 
at Norwalk, California. In addition he is a 1919 graduate 
of the La Salle University in business administration, and 
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was also druggist at the Medical Arts Building in Win- 
nipeg for several years. 
* *£ * 

VANCOUVER, B.C.—Several important appointments 
have been made by the board of directors of the General 
Hospital, effective January 1. : 

Dr. B. D. Gillies, consequent upon his appointment as 
chief of staff, has vacated his post as chief of medicine 
and has been succeeded by Dr. G. L. Hodgins. 

Dr. George E. Seldon has been appointed chief of 
surgery, vice Dr. P. A. McLennan, who has been elevated 
to the consulting staff. 

Dr. C. F. Covernton has been selected as chief of ped- 
latics, vice Dr. E. D. Carder, who has also been elevated 
to the consulting staff. 

Dr. G. F. Strong has received the appointment of chief 
of out patients’s department, vice Dr. G. L. Hodgins. 

Wunpsor, N.S.—Another step forward was made re- 
cently by the Payzant Memorial Hospital, with the in- 
stallation of a new X-ray machine costing $2,700. After 
careful consideration of the needs of the institution, the 
commission decided to buy this machine which adds 
greatly to the efficiency of the hospital. 

The Women’s Auxiliary of the hospital donated $300 
toward the payment and one Windsor citizen has offered 
$500 if three others will contribute like sums. 


Mimico Hospital Staff is Cleared 


Charges against the officials of the Ontario Hospital 
at Mimico in relation to treatment of patients were not 
borne out by evidence, W. B. Common, K.C., finds in his 
Royal Commission report released on January 3rd, by the 
Minister of Health, Hon. D. J. A. Faulkner. Criticism 
of some of the practices was voiced by Mr. Common, 
however, particularly the custom of some of the guards 
in taking away confidential information relating to the 
patients. 

The charges of maltreatment were not substantiated 
by the evidence, and the death of a patient from alleged 
attacks by guards was not backed up by any of the testi- 
mony, the commissioner finds. Mr. Common stated the 
witnesses, S. J. Stuchell and Frederick Braithwaite, both 
former employees, gave evidence which could only be 
substantiated by “vague references they had heard or been 
told.” Part of their evidence was “the worst kind of 
hearsay,” Mr. Common points out. 


New Stan-Steel Catalogue 

A handsome new catalogue of 96 pages and cover has 
just been issued by The Standard Tube Co., Limited, 
Woodstock, Ont. 

This comprehensive catalogue of metal hospital equip- 
ment shows various new designs in Bedside Tables, Over- 
bed Tables, Bedside Screens, Chairs, Dressers, Nurses’ 
Stations, Nurses’ Desks, Cabinets, Wheel Stretchers, Roll 
Curtain Systems, Operating Tables and varied other 
equipment for the operating room. 

A copy of this Stan-Steel catalogue, together with 
price list, will gladly be sent to any hospital executive on 


request. 
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Gomen’s Hospital Aids Association 


Province of Ontario 
OUR LATE SOVEREIGN, KING GEORGE V. 
As it has pleased Almighty God to call to His rest our 
late Sovereign, King George the Fifth, the President of 
* this Association requests all affiliated groups to observe 
two minutes silence at the first meeting held after the 
funeral of His Majesty, and that a piece of purple rib- 
bon one inch in width and two inches in length be worn 
by the officers and members for the duration of six weeks, 
out of respect and love for our beloved late King 
Emperor. 
PRAYER 
(To be repeated in unison by Officers and members 
assembled before observing two 
minutes silence. ) 


As it has pleased Thee, Almighty God, to call to his 
rest our beloved late King Emperor, we beseech Thee, in 
whose hand is power and might, tenderness and com- 
passion beyond all knowledge, hear us as we pray to Thee, 
that solace may come to the heart of our beloved Queen 
Mother and members of the Royal: Family in their great 
sorrow. We thank Thee, gracious Father, for the life, 
goodness, and guidance of our beloved late Ruler, King 
George the Fifth, for his splendid example, as Ruler, 
Husband, Father, and Friend, his Godly and uprighty 
living, and for the world-wide influence for good left by 
his gracious hand. Continue Thy mercy unto all peoples 
of this great Empire, binding them together in peace and 
brotherhood. Grant Thy rich blessings to King Edward 
the Eighth, upon whom the mantle of Kingship has 
fallen; walk with him; give him grace, wisdom, strength, 
and abundant health, that he may long reign over us in 
peace, happiness, truth, justice and Godly piety. Amen. 

Margaret Rhynas, President. 


Architectural Firm Dissolves Partnership 
Mr. B. Evan Parry, Fellow of the Royal Architectural 
Institute of Canada, the well known hospital architect, 
has moved his office to 173 Wellington St. West, Toronto, 
following the dissolution of the firm of Parry & Smith. 
It will be recalled that Mr. Parry was responsible for the 
hospital advisory services of the Dominion Government 
for many years, during which time he was consulted on 

hospital building problems throughout the country. 
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Obituary 


SOLD CFD CUD FVD CWO COND OUTS. 
Dr. W. J. McCollum 


Seldom, if ever, has the medical profession of Toron.o 
been better represented than it was on December 27th at 
the funeral of Dr. William James McCollum, beloved 


physician, whose practice was among the largest in the 


city. 

Bishop R. J. Renison, Rev. Dr. H. J. Cody, president 
of the University of Toronto; Rev. G. S. Despard and 
Rev. Archdeacon Robertson, of Hamilton, united in 

(Continued on page 30) 
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50 Trips to the Laundry 
— Not a Sign of Wear 


In no other instance is sheeting subjected 
to the wear or to the strenuous cleansing 
processes required by hospitals — yet the 
sheeting sold by Hygiene Products Limited 
has undergone the test of 50 launderings 
without showing wear. The best hospitals 
are equipped with it. 


Bleached and Unbleached Sheeting 
Pillow Cottons and Cases 
Glass Cloth Terry Towels 

Huck Towels Quilts 


HYGIENE 
PRODUCTS 


dp LIMITED Sh 
SH OTERS OF YN 
185 Lagauchetiere St. W. 


Montreal, Canada 


Ottawa Toronto 
Calgary Vancouver 


Saint John Winnipes 





SAVE TIME— 
Avoid Discomfort! 


use 


Registered 


(1) Disintegrating Surgical Plaster 
for Casts 
(Easily Removed with Warm Water) 


(2) Disintegrating Dental Impression 
Plaster 
(Completely Disintegrates Below Boiling) 
(3) Disintegrating Plaster for Paediatrics 
(Avoid Chipping Off Moulds) 


NOW CARRIED BY LEADING CANADIAN 
SUPPLY HOUSES 


Lapp-Charles Medical Supply Co. 
Limited 
DOMINION BUILDING, LEASIDE, ONT. 
HUdson 3444 
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A directory of reputable manufacturers and distributors of Equipment and Sup- 


plies for Hospitals. 


Your perusal of these announcements, together with other 


advertisements in this issue, will be appreciated. 


Anaesthetic Gases 





CHENEY CHEMICALS 


LIMITED 
180 Duke St., 


NITROUS OXIDE, 
ANAESTHETIC GASES 


Blinds 
GEO. H. HEES SON & CO., 
LIMITED 


276 Davenport Road, Toronto 
Manufacturers of Venetian Blinds, 
Window Shades, Pillows, etc. 
e®* e«ee@ 


Bread and Meat Slicers 


(GERKEL ) 


The World’s Best. 
BERKEL PRODUCTS CO. 
Limited 
533-535 College St., Toronto. 
715 Notre Dame St. W., Montreal. 


ee ee @® 
Clinical Specialties 
HERDT & CHARTON, INC. 


2027 McGill College Ave., Montreal 


Hypodermic Syringes and Needles, 
Clinical Thermometers, Bender’s Elas- 
tic and Crepe Bandages, Delamotte’s 
Catheters and French Pharmaceutical 
Specialties. 














eee @ 
Diplomas for Nurses 


ALEXANDER & CABLE 
LITHO. CO. LIMITED 
7 129 Spadina Ave., Toronto 
Diplomas in Leather Cases, Clinical 
Record Forms, etc. 
Engraved Cards and Invitations 


Electro-Therapeutic Equipm’t 


STERNE EQUIPMENT CO. 
36 King St. East, Toronto. 
Phone WAverley 6456. 


Electro-Therapeutic Equipment. 
Ultra Short Wave Generators. 
Drug Specialties. 
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Fire Prevention Devices 


PYRENE MFG. CO. OF 
CANADA, LIMITED 


91 Don Roadway, Toronto 





Fire Extinguishers of every type—all 
approved by Canadian Fire 
Underwriters Laboratories 


Toronto 
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Plan for Hospital in York 
Township 


Establishment of the British 
“panel”? system of medical aid was 
endorsed by York Township Council 
(Toronto) on January 21st, and will 
become effective when approved by 
the Hon. D. A. Croll, Minister of 
Public Welfare. 


Coincident with the endorsation 
was the announcement that the erec- 
tion of a hospital in the township 
would be the object of a sub-com- 
mittee struck to co-operate with a 
committee of the York County Med- 
ical Association. 

Reeve Marsh Magwood presented 
the report on the panel system after 
a conference with the Medical Asso- 
ciation when physicians in the muni- 
cipality made the initial move. He 
explained the new system was pri- 
marily, to eliminate “padding of ac- 
counts,” and the inequalities of the 
present methods. Under the new 
system, which has been in effect in 
Britain for several years, each doctor 
is asigned an equal number of pa- 
tients, and the 25-cent per capita 
medical aid allowance will go directly 
to the physician, whether his patients 
received treatment or not. In this 
manner it is expected a higher stand- 
ard of health will be maintained by 
the doctors, among their clientele, to 
the benefit of both parties. After a 
relief recipient has been on the panel 
of acertain doctor for one month, 
permission is granted to change to 
another. 


Reeve Magwood and the three 
deputy reeves were elected to form 
the subcommittee to sit with the 
York County Medical Association to 
secure the establishment of a hospital 
in the municipality. It was pointed 
out that Grace Hospital might discon- 
tinue service in the near future, and 
the location of another hospital in the 
west end of Toronto was being con- 
sidered. York Township Board of 
Health has approved of the hospital, 
Reeve Magwood announced. 


Floor Wax 


S. C. JOHNSON & SON, 
LIMITED 
Brantford, Canada 


Genuine Johnson’s Paste Wax for Easy 
Floor Maintenance — Polishes, 
Preserves, Protects 


eeee 
Food Service Equipment 
I. G. PICKERING CO. LIMITED 
46-52 Noble St., Toronto 
Guaranteed, blisterproof FORMICA 


will not stain. Ideal for dining-room 
table tops, bedside and overbed tables. 


Complete data on request. 
eee @ 


Gauze and Bandage Cutter 


EASTMAN MACHINE Co. 
Buffalo, New York 
Sales Representatives: W. J. Westaway 
Co., Ltd., Main and McNab Sts., Ham- 
ilton; 401 Spadina Ave., Toronto; 
455 Craig St. W., Montreal. 


eee ee 
Heating Equipment 


Cc. A. DUNHAM CO., LTD. 
1523 Davenport Rd., Toronto 
Steam Traps, Valves, Vacuum Pumps, 
Pressure Reducing Valves, 

Unit Heaters, and 


DIFFERENTIAL HEATING 
SYSTEMS 


eee ® 
Hospital Supplies 
M. KLEIN & COMPANY, INC. 
220 Fifth Ave., New York, N.Y. 


Best quality Hypodermic Syringes, 
made in U.S.A. Hypodermic Needles, 
Rustless and Carbon Steel; Clinical 
Thermometers; Hospital Razor Blades. 














Kitchen Equipment 


THE HOBART MFG. CO. LTD. 
119 Church St., Toronto 
Electric 
Dishwashers, 
Slicers, 
Mixers, 
Vegetable 
Peelers. etc. 


Kitchen Equipment 


HOSPITAL AND KITCHEN 
EQUIPMENT CO. LIMITED 
67 Portland Street, Toronto 
Electric Food Trucks, Labor Tables, 
Steam Tables, Coal and Gas Ranges. 
REPAIR PARTS FOR ALL 
GEO. SPARROW EQUIPMENT. 
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Kitchen Equipment 


WROUGHT IRON RANGE 
Cco., LTD. 
149 King St. W., Toronto 


Manufacturers of 
Hospital and Kitchen 
Equipment 





Laundry Equipment 


APPLEGATE'S 
INKS& MARKERS 


The best INKS made (heat-in or cold) for 
marking linens. Standard for 36 years. 
APPLEGATE CHEMICAL CO. 

5630 Harper Ave. - Chicago, III. 
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Laundry Equipment 
THE BEAVER LAUNDRY 
MACHINERY CO., Limited 


Montreal 





Toronto - 


We specialize in Laundry Equipment 
and Supplies for Hospitals. 


Lighting Equipment 
CURTIS [ye Gmfort LIGHTING 
SPEEDS RECOVERY 


Curtis Lighting of Canada, Limited 
260 Richmond St. West, Toronto 
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Major Hospital Equipment 


BURKE ELECTRIC & X-RAY 
CO., LIMITED 
61 Yorkville Ave., Toronto 
X-Ray and Physio-Therapy Apparatus. 
Sales — Supplies — Service 
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Mattresses 


THE CANADIAN FEATHER & 
MATTRESS CO., LIMITED 
41 Spruce St., Toronto 
Spring - Air Mattresses 
Also Hair Filled, Layer Felt and Inner 


Spring Mattresses, Pillows and Com- 
forters. 


Metal Work 


GEO BMEADOWS 
WIRE & IRON WORKS CO. 


479 Wellington St. W., 
Toronto, Ont. 
ADelaide 2980 





Cornwall Hospital Addition 

is Progressing 

Although a start was not made 
until last fall, excellent progress has 
been made with the addition to Hotel 
Dieu Hospital, Cornwall, Ont. The 
building is 70 by 40 feet, three- 
storeys and basement. The general 
type of architecture has been made 
to conform, as far as possible to the 
original hospital building, to which it 
is an addition. Anglin-Norcross Co. 
Ltd., of Montreal, are contractors. 
It will be some weeks yet before the 
new building is ready for occupancy. 
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Castle Company Issues New 
Catalog 

Wilmot Castle Company has issued 
a new catalog describing its line of 
“Castle Lights.” Handsomely printed 
and profusely illustrated, it goes into 
a complete discussion of the various 
considerations entering into the de- 
sign of lighting equipment for the 
operating room—both of emergency 
and standard nature. Minor surgery 
lamps as well as the major lights are 
described and illustrated, and infor- 
mation regarding parts, accessories 
and ordering instructions are in- 
cluded. 

. > * 
Big Campaign for Negro 
Hospitals in U.S.A. 

A nationwide campaign is now in 
progress to raise $200,000,000 over a 
period of 25 years to establish a 
standard hospital for Negroes in 
every city of the United States where 
there are more than 10,000 or more 
members of that race, and six tuber- 
culosis sanatoriums where climatic 
conditions favor such service. A sur- 
vey, which is the basis of the cam- 
paign, was completed recently by the 
Rev. Amos H. Carnegie, of New 
York City, founder and executive 
secretary of the Negro National Hos- 
pital Fund. 





Thermos Bottles 





THERMOS BOTTLE CO., LTD. 
1239 Queen St. W., Toronto 


THERMDS 


Jugs — Jars — Bottles 
Ask us to demonstrate the new jugs. 


Milk Foods 


rT, Junk et rT] 


Rennet Dessert Powder 
Makes milk more appealing to patients. 
Write for free sample to 
THE JUNKET FOLKS CO. 

831 King St. W. - Toronto 
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Names, Woven 
USE CASH’S WOVEN NAMES 


to mark all Hospital linen, and wearables of 
nurses, physicians and attendants. Let us 
figure on your needs. 
Individual Name Prices: 
3 doz. $1.50 9 doz. $2.50 
6 doz. $2.00 12 doz. $3.00 


J. & J. CASH, INC. 
166 GRIER ST. - BELLEVILLE, ONT. 
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Nurses Training Equipment 
CLAY-ADAMS COMPANY, 
INC. 


25 East 26th St., New York, N.Y. 


Anatomical Models, Skeletons, Charts, 
“OB” Phantoms, Manikins, Dolls, etc. 





Olive Oil 
P. PASTENE & CO. LIMITED 


5510 St. Dominique Street, 
Montreal, Que. 


OLIVE OIL 
Pure Olive Oil for All Purposes. 


Safes 


J. & J. TAYLOR LIMITED 
Toronto Safe Works 
145 Front St. E., Toronto 
Safes for Radium, X-Ray Negatives, 


Books, Cash, and any special 
requirements 
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Scientific Supplies 


WILSON SCIENTIFIC CO., 
LIMITED 

59-61 Wellington St. W., Toronto 
ELgin 6239 


Hospital and Laboratory Apparatus 
and Supplies. 





Silverware 


BENEDICT PROCTOR MFG. 
CO., LIMITED 
Trenton, Ontario 
Individual Sugar Sifters, Tea Pots, 


Cream Jugs, Sugar Bowls, Toast 
Covers, etc. Write for Catalog. 


Please refer to THE CANADIAN HOSPITAL when writing 
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DIETITIAN DESIRES POSITION 

and laboratory technician, with 
desires position in small eastern 
Box 35 D, Canadian Hos- 


Experienced dietitian 
knowledge of office work, 
hospital. Will combine duties. 
pital, 177 Jarvis St., Toronto. 





WANTED—Position as Clinical or X-Ray Technician by 
a young, single man. Graduate of Northwest Institute of 
Medical Technology, Minneapolis, and has three years’ ex- 
perience at medical research. Salary reasonable. Go any- 
where. References. Box 52 T. The Canadian Hospital, 
177 Jarvis St., Toronto. 


OBITUARY 
(Continued from preceding page) 
officiating at the service, which was held in St. Paul’s 
Anglican Church. 

As chief medical examiner of the Metropolitan Life 
Insurance Co., medical consultant for the Bell Tele- 
phone Co., and other large organizations, he met and was 
respected by all types of people. The medical staff of St. 
Michael’s Hospital where he was consulting physician 
and the nursing staff were represented as were branches 
of the Masonic Order. Members of the Senate of the 
University of Toronto, the Academy of Medicine, and 
many medical and recreational clubs were also represented 
at the service. 

Dr. J. D. G. MacCallum 


MacCallum, widely-known and 
registrar-in-chief of the 


Dr. John Duncan Guy 


popular Montreal physician, 


CANADIAN 


HOST 1 T Ait. February, 1936 
Royal Victoria Hospital and chief medical adviser of the 
Bank of Montreal, died on December 27th in the Royal 
Victoria Hospital to which he had been taken during the 
early hours of the morning following a sudden seizure. 
He was in his 55th year. 

Dr. MacCallum graduated from MeGill University in 
1905. During his college days he was a noted athlete, 
playing on the senior football, hockey and tennis teams. 

Jeginning his practice in Montreal, he spent five years 
in Sherbrooke, returning to this city to resume his prac- 
tice in 1913, and he continued as a successful and popular 
practitioner here until his death occurred. 

During the Great War he was in charge of 
local military district, holding the 


medical 
cases in the rank of 
captain. 

Since 1927, he had occupied the position of registrar-in- 
chief of the Royal Victoria Hospital, and he had been 
chief medical adviser of the Bank of Montreal since 1930. 
In addition to these posts, he had filled the office of med- 
ical adviser to the Standard Life Insurance Company for 
several years. 

Low Calcium Diets in Childhood 
(Continued from page 20) 


RECIPES 


Lemonade 

drams essence of lemon 
pints boiling distilled water 
oz. tartaric acid 
oz. citric acid 

0z. epsom salts 

5 lbs. sugar. 

Make a syrup of the sugar and water—add 
until dissolved and add flavoring. Keep cool 
in glass of water. 
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Method: 
salts—stir 
and serve 1 to 2 T. 

Washed Butter 

Melt one pound of butter in the upper part of a two 
quart double boiler over boiling water. Add 1!4 quarts 
of boiling water and mix well by stirring, then set aside 
When cold break up the hard crust of butter on 
Then put it in a very fine mesh 
with ice water until 


to cool. 
the surface of the water. 
wire strainer and wash thoroughly 
the wash water is clear. 
Low Calcium Bread 
. 435 Grams 
260 Grams 
10 Grams 
10 Grams 
Yeast 5 Grams 
Sak (C.P.) 5 Grams 
The quick ae method of preparation is used. The 
baking temperature is kept at 430 degrees Fahrenheit for 
thirty minutes then the temperature is decreased to 380 
degrees for fifteen minutes. 


Flour 

Water 
Sutter Fat 

Sugar 


Low Calcium Fudge 
. 200 Grams 
150 Grams 
10 Grams 
10 Grams 


Sugar 
Water 
Chocolate 
Butter Fat 
A cooking temperature of 240 degrees Fahrenheit is 
used. 


Please refer to THE CANADIAN HOSPITAL when writing 








